Brief comment text:

I am writing to express my opposition to NextNav's proposal to "completely reconfigure the 902-928 MHz band". There are already millions upon millions of  devices used on this band. From automatic meter readers, various IOT devices, to decentralized communications systems, the 915MHz band is not underutilized. Many current users already have investments of time and other resources in this band, and its use is regular and growing. The band should be let alone.
